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REF 8 

Jo DATA CLOCK ACCURACY IS MAINTAINED AT PLUS OR MINUS =30 SECS, 
FOR 12 HOURS » THE CLOCK WAS SET AT ZULU APPROX e 3 HOURS 
BEFORE TAKE-OFF 0 ERROR AT POST FLIGHT WAS NOT ACCURATELY 
CHECKED o 

2 o SUGGEST THAT TO FIND CLOCK ERROR p USE EXPOSURE 
(SHUTTER FIRE) WHICH IS 3«,84 SECONDS* THE EXPOSURE 


ACCURACY IS MAINTAINED AT 100 CYCLES 9 PLUS OR MINUS 
5 SECONDS o 
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